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64:iven temperature can hold only a certain limited amount of water in the form of vapor, wbence it follows that if it is thus saturated with aqueous vapor at a given degree of the thermometer and the temperature is lowered, a portion of this vapor will be condensed to the liquid state, That part which becomes liquid, occupying a far smaller volume, will decrease the total volume of gasf will diminiah its tension and,
